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Personnel Collings, Third and Fourth Quarters Piseal Year 19h9 


1. A persormel ceiling of J positions is established 
BONE for the Office of the Director for the remainder of the fls- 
cal year IDh9. 


FOR THE DIRECTOR OF CERTRAL INTELLIGENCE 
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